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SUBJECT: US OPTICAL PARAMETRIC OSCILLATOR TO USSR - IL 1522 
REFS: A) PARIS 19534, B) COCOM DOC (77)416 

THE LASER SYSTEM WILL BE USED EOR PHOTOCHEMICAL RESEARCH 
AND OTHER SIMILAR USES. THE LOW ENERGY LEVEL AND CONEIGURA- 
TION MAKES IT INAPPROPRIATE EOR USE IN MILITARY APPLICATIONS 
SUCH AS MILITARY OPTICAL TRACKERS AND GUIDANCE SYSTEMS. 

AS STATED IN PARA. 5 OP REFDOC, IT IS USEPUL PRIMARILY AS 
A RESEARCH TOOL WHERE BEAM QUALITY AND RELIABILITY ARE 
REQUIRED AND IN THE OPINION OP US EXPERTS WOULD BE OP 
LITTLE VALUE FOR OTHER PURPOSES.; VANCE 
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